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NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 5393 : 1994 'Rotary tools for threaded fasteners — 
Performance test method' issued by the Internationai Organization for Standardization (ISO) was adopted 
by the Bureau of Indian Standards on the recommendations of the Pneumatic Tools Sectional Committee 
and approval of the Basic and Production Engineering Division Council. 

The text of ISO Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain terminology and conventions are, however, not identical to those used in the Indian 
Standards. Attention is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should 
be read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker in the International Standards while in Indian 
Standards, the current practice is to use a point {.) as the decimal marker. 

In this adopted standard, reference appears to the following International Standard for which Indian 
Standard also exists. The corresponding Indian Standard, which is to be substituted in its place, is listed 
below along with its degree of equivalence for the edition indicated: 

International Standard Corresponding Indian Standard Degree of 

Equivalence 

ISO 2787:1984 IS 12563:2001 Rotary and percussive Identical 

pneumatic tools — Performance test report 
{first revision) 
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Indian Standard 

ROTARY TOOLS FOR THREADED FASTENERS — 
PERFORMANCE TEST METHOD 



1 Scope 

This International Standard specifies a laboratory per- 
formance test method for power assembly tools for 
installing threaded fasteners. It gives instructions on 
what to test for and how to evaluate and present the 

test data. 

It is applicable to tools which apply torque continu- 
ously. It is, however, not applicable to impact 
wrenches, ratchet wrenches or wrenches with 
ratcheting clutches, or other tools which advance 
fasteners in discontinuous increments, overcoming 
static friction at each increment, in particular because 
the applied torque of these tools cannot be measured 
using conventional types of instrumentation. 

The test method is not intended as a routine in-plant 

inspection test. 



2 Normative reference 

The following standard contains provisions which, 
through refBrence in this text, constitute provisions 
of this international Standard. At the time of publi- 
cation, the edition indicated was valid. All standards 
are subject to revision, and parties to agreements 
based on this International Standard are encouraged 
to investigate the possibility of applying the most re- 
cent edition of the standard indicated below. Mem- 
bers of lEC and ISO maintain registers of currently 
valid International Standards. 

ISO 2787:1984, Rotary and percussive pneumatic 
tools — Performance tests. 



3 Definitions 

For the purposes of this International Standard, the 
following definitions apply. 

3.1 torque: Product of the force turning the fastener 
and the perpendicular distance between the line of 
force and the centre of the fastener. 



It is expressed in newton metres (N-m). 

3.2 angle: Measure of the angular displacement 
through which a fastener is turned. 

It is expressed in degrees ('). 

3.3 torque rate: Increase in torque with angular 
displacement while advancing a fastener in a threaded 
joint. 

It is expressed in newton metres per revolution 
(N-m/rev). 

3.4 mean torque, f: Arithmetic average of several, 
torque readings on a specific joint under stated con- 
ditions, calculated by dividing the sum of the readings 
by the number of readings. 

3.5 range: For a group of readings, the numerical 
difference between the highest reading and the low- 
est reading. 

3.6 standard deviation, s: Measure of the disper- 
sion (scatter) based on the mean-squared deviation 
from the arithmetic mean derived from a sample of a 
statistical population. 

3.7 six Sigma, 6^: Range of probability, plus and 
minus three standard deviations from the mean, de- 
rived from a sample of a statistical population. For a 
normally distributed statistical "population, 99,73 % of 
all members of that population are encompassed. 

3.8 6s torque scatter: Predictable range of torque 
over which a tool will perform using a single torque- 
rate joint under controlled conditions. For a normally 
distributed statistical population, 99,73 % of all mem- 
bers of that population are encompassed. 

For the practical purposes of this International Stan- 
dard, 65 torque scatter is the total probable range of 
torque of a tool run on a single joint at the same set- 
ting of the tool torque adjustment. 
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3.9 6s torque scatter as a percentage of the mean 
torque: Single numerical value designating the torque 
capability of b tool run on a single torque-rate joint 
under controlled conditions. 

-3.10 mean shift: Difference in nnean torque of a tool 
run on threaded joints of two different torque rates 
at the sanne setting of the tool torque adjustment. 

3.11 combined torque scatter, ATcomb- Predictable 
range of torque over which a tool will perform, en- 
compassing 99.73 % or more of all possible torque 
readings, taken on a range of joints of varying torque 
rate, from a defined high torque rate through and be- 
yond a defined low torque rate. 

For the practical purposes of this International Stan- 
dard, combined torque scatter of a tool is the total 
probable range of torque of a tool run on all joints 
used in practice at the same setting of the tool torque 

adjustment. 

3.12 combined mean torque, 7^^^^^: Midpoint of 
the combined torque scatter of a tool between the 
lowest and highest predictable torque readings, en- 
compassing 99,73 % or more of all possible readings. 

3.13 combined torque scatter as a percentage of 
the combined mean torque: Single numerical value 
designating the torque capability of a tool run on joints 
of varying torque rate, from a defined high torque rate 
through and beyond a defined low torque rate at the 
same setting of the tool torque adjustment. 

3.14 stall-type tool: Power assembly tool for tight- 
ening threaded fasteners, which delivers an output 
torque as long as power is applied to the motor, via 
a valve or a switch. 

For pneumatic stall tools the torque setting is ac- 
complished through the setting of an air pressure 
regulator. 

3.15 torque control tool: Power assembly tool for 
tightening threaded fasteners, which is provided with 
a torque control mechanism which shuts off or dis- 
connects the power to the tool when a predetermined 
set output torque tevel is attained. 

3.16 rated torque: Highest mean torque attainable 
by a tool tested on a low torque-rate joint (L) in ac- 
cordance wrth this International Standard. 

For pneumatic tools, it is necessary to state the inlet 
airpressure. If not stated, the inlet air gauge pressure 
is 6,3 bari>. 

Electric and hydraulic tools shall be tested under rated 

input conditions. 



3.17 test torque level: Specified mean torque tevel 
attainable on a low torque-rate joint (L) in accordance 
with this International Standard. 

3.1S torque adjustment range: Range over which 
a power tool can be adjusted from the rated torque 
to the lowest mean torque recommended by the 
manufacturer. 

NOTE 1 Adjustments can be made within the torque 
range by manipulating the torque control mechanism or, for 
some pneumatic toots, by adjusting the air pressure. Some 
pneumatic tools require adjustment of both the torque con- 
trot mechanism and the air pressure to cover their adjust- 
ment range. Adjustments over the range may be 
continuous, or, in some tools, may be made in a finite 
number of steps. 



4 Symbols 

The subscript H is used to denote high torque-rate 
joints and the subscript L to denote low torque-rate 
joints as specified in 5.2. 



5 Method for measurement of 
performance 

5.1 General rules for performance tests 

5.1.1 All measurements carried out in conformity 
with this International Standard shall be performed by 
competent persons and with accurate instrumen- 
tation, which is calibrated against existing standard 
methods. 

5.1.2 If torque output is adjusted by means other 
than by changing the air pressure, the adjustment 
shall be constant throughout the test and shall be 
such that the torque control mechanism operates 
each time. 

5.1.3 The performance of pneumatic tools is af- 
fected by the ambient conditions such as atmospheric 
pressure and temperature. For this reason, the ambi- 
ent conditions shall be kept within the limits specified 
in ISO 2787. 

5.1.4 During performance tests of pneumatic tools, 
the air pressure at the inlet to a 3-metre hose of the 
tool manufacturer's specification attached to the tool 
inlet shall be kept within the following limits: 

— free-running conditions: betweerv the .static value 
and - 2 % of the static value; 

— approaching the test torque level: ± 1 % of the 
static value. 



1) 1 bar = 0,1 MPa 
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NOTE 2 A lubricator with insufficient flow properties can 
affect these values. 

No pressure adjustments shall be made during the 
course of a given test. An example of a suitable test 
installation is shown in figure 1. 



5.1.5 During the test run of the tool, lubrication in 
accordance with the manufacturer's specification shall 
be provided. 



5.2 Test joint 



5.2.1 The torque increase with angular displace- 
ment, or torque rate, of a threaded joint varies widely 
from application to application and can vary appre- 
ciably on a specific assembly. Any test of torque per- 
formance of a tool shall be conducted on joints having 
controlled torque rates. The test shall include a joint 
having a low torque rate and a joint having a high 
torque rate (see 5.2.4). The high and low torque rates 
straddle the practical range of conditions which affect 
the torque output of the tool. 

On a low torque-rate joint ("soft joint"), the tightening 
is usually accomplished with several revolutions of the 
fastener. 

On a high torque-rate joint ("hard joint"), the tighten- 
ing is accomplished in a fraction of a revolution. On a 
high torque-rate joint, the kinetic energy of the ro- 
tating parts of the tool may cause the torque delivered 
to the fastener to be higher than that on a low 
torque-rate joint. 



5.2.2 To satisfy the conditions specified in 5.2.1, 
test fixtures for use with this International Standard 
shall comply with the following requirements. 

a) In a diagram where the required torque is plotted 
as a function of the angular displacement of the 
input drive of the test joint, the resulting curve 
shall be a straight line from 5 % to 100 % of the 
test torque level. The slope of this straight line is 
used to calculate the torque rate of the joint by 
regressional analysis of the torque angle 
measurement points from 5% to 100% of the 
test torque level. 

Between 5 % and 100 % of the test torque level, 
the values of the high torque-rate joint curve shall 
not deviate from a straight line by more than 
± 2 % of the test torque level. 

Between 5 % and 100 % of the torque level, the 
values of the low torque-rate joint curve shall not 
deviate from a straight line by more than ± 10 % 
of the test torque level, 

b) The moment of inertia of rotating parts in the test 
joint shall be small in relation to the effective mo- 
ment of inertia of the rotating parts of the tool and 
shall have no effect on the measured mean torque 
of a test. 

NOTE 3 The H and L test joints specified in this Inter- 
national Standard require higher precision than the test 
joints specified in the previous edition of this standard in 
order to achieve similar results. They better reflect the 
connnnon extrennes of actual fastening practice, so that the 
tool precision revealed through tests on these new joints 
can be applied to the range of fastening tasks encountered 
in the workplace. 



Power tool 



Torque H-i 
fransducerl r 




Pressure gauge 





Lubricator 



Filter 



^-^*K> 



Shut-off valve 

— X— 



3-metre hose 



I Pilot-operated 
pressure regulator 



Ha 



Amplifier with a peak-hold circuit and 
visual display or print-out capability 



Test fixture 



Figure 1 — Typical test installation 
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5.2.3 When the torque rate of a test joint is 
nneasured, the joint shall be tightened continuously 
(slowly and evenly) through a transducer-encoder. The 
encoder shall have a resolution of at least -0,5°. There 
shall be no rotational nnovennent of the angle-sensing 
elennent during the nneasurennent. The torque rate 
shall be independent of the applied rotational speed. 

5.2.4 Each power assennbly tool shall be tested on 
both a high (designated H) and a low (designated L) 
torque-rate joint, for which the following requirements 
are applicable. 

a) The test joint shall be such that the frictional load 
during run-down shall not exceed 5% of the test 
torque level. 

b) The high torque-rate joint (H) shall be such that 
the torque increase from 10 % to 100 % of the 
test torque level corresponds to an angular dis- 
placement of 27"" (see figure 2). 

NOTE 4 An angular displacement of 27* corresponds 
to a total angle of 30" at a test torque level between 
and 100%. 

the transition angle from the 5 % to the 10 % test 
torque level shall not exceed 10* (see figure 2). 

c) The low torque-rate joint (L) shall be such that the 
torque increase from 10 % to 100 % of the test 



torque level corresponds to an angular displace- 
ment of not less than SBO** (see figure 2). 

NOTE 5 An angular displacement of 650* corre- 
sponds to a total angle of 720' at a test torque level 
between and 100%. 



5.3 Test method 



5.3.1 This International Standard recognizes that 
static, residual torque measurements give poor cor- 
relation to joint condition (tension). Therefore, all per- 
formance measurements made in accordance with 
this International Standard shall be taken dynamically 
during the tightening process. 

Torque measurements shall be made by means of a 
rotary torque transducer and an amplifier with a peak 
hold circuit and visual display or print-out capability. 
The transducer shall be mounted in line between the 
tool drive and the test joint (see figure 1). The fre- 
quency response of the transducer and amplifier shall 
be -3dB at 500 Hz, with a roll-off of at least 
50 dB/decade. 

The accuracy of the transducer and amplifier shall be 
within ± 1 % of the test torque level. The transducer 
shall be of the correct capacity for the test torque 
levels measured. 



&e 



100 




Figure 2 — Diagram showing torque versus angle curves for high (H) and low (L) torque-rate joints 
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The tool shall be rigidly fixed in the test stand to pre- 
vent any influence by the operator. 

5.3.2 A tool performance test shall consist of 25 
readings on each of the H and L joints. 

5.3.3 In all test runs, the tool shall be allowed at 
least three full turns of free-running before reaching 
the torque rate of the test joint. 

6 Evaluation of test results 

6.1 For evaluating tool performance on each of the 
H and L joints, the following shall be calculated from 
the test results: 

a) mean torque, f ; 

b) range; 

c) standard deviation, s: 

d) 65 torque scatter {as an estimator of the 6 sigma 
torque scatter); 

e) 65 torque scatter as a percentage of the mean 

torque. 

The mean torque T Is calculated as follows: 

n 

^_ 1 



■iHr, 



/=1 

where 

n is the number of readings; 

Ti is the torque measured on the ith reading. 

The range is calculated by subtracting the lowest 
torque reading from the highest torque reading. 

The standard deviation is calculated as follows: 



-^|^P'- 



Tf 



The 65 torque scatter as a percentage of the mean 
torque is given by the formula 

100 x-^ 



6.2 Since joints of uniform torque rate are very 
rarely used in practical applications, the tool perform- 
ance on a single torque-rate joint such as H or L is of 
limited use in evaluating how a toot will perform in 
actual use. However, since joints H and L straddle the 
range of torque rates found in actual applications, ^n 
analysis combining tool performance on the two test 
joints will yield an evaluation of the tool performance 
on all actual applications within that range. 



For evaluating tool performance over the range of 
practical torque rates from H through L, the following 
shall be calculated and listed: 

a) combined mean torque; 

b) mean shift; 

c) combined torque scatter; 

d) combined torque scatter as a percentage of the 
combined mean torque. 

For use in the calculations given below, the following 
values are defined: 

C =^ Fh - S^H 

d-\- 3^L 

The combined mean torque f^omb 's calculated as the 
higher of a and b plus the lower of c and d, divided 
by 2. 

The mean shift is calculated as f^-f^- 

The combined torque scatter ATcomb '^ calculated as 
the higher of a and b minus the lower of c and d. 

The combined torque scatter as a percentage of the 
combined mean torque is given by the following for- 
mula: 



100 xJ^' 



comb 



'comb 



6.3 Tool torque scatter capability (as-defined in 3.4 
to 3.13) may be identified over all or part of a tool's 
torque adjustment range. To find a tool's torque scat- 
ter capability over a defined range of torque, two tool 
performance tests shall be carried out on both the 
high torque-rate joint (H) and the low torque-rate joint 
(L), one test being at the test torque level of the upper 
limit of the defined torque range, and the other test 
being at the test torque level of the lower limit. 

The tool capability over a defined range of torque shall 
be reported as shown in clause 7. 

If a single tool torque scatter capability value (com- 
bined torque scatter as a percentage of the combined 
mean torque) is to be presented for the defined range 
of torques, the larger capability value at either test 
torque level shall be chosen. 

7 Presentation of data 

The performance test data shall be presented as 
shown below. 
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Performance test form 



Date: 

Manufacturer: Model: 

Serial number: Type of tool: 



o 










V 






H 






L 




N-m 






.... N-m 




N-m 






.... Nm 




N-m 






.... N-m 




N-m 






.... N-m 




% 






% 






H 


+ 


L 

.. N-m 
... N-m 
... Nm 
... % 



Upper test torque level N-m 

high torque rate (H) N-m/rev, corresponding to a tightening angle 

low torque rate (L) N-m/rev, corresponding to a tightening angle 

idle speed rev/min; air pressure bar; voltage 

mean torque 

range 

standard deviation, s 

6s torque scatter 

-6s scatter % of mean torque 



combined mean torque 

mean shift 

combined torque scatter 

combined torque scatter % of combined mean torque 



II. Lower test torque level N*m 

high torque rate (H) N-m/rev, corresponding to a tightening angle 

low torque rate (L) N-m/rev, corresponding to a tightening angle 

idle speed rev/min; air pressure bar; voltage V 

mean torque 

range 

standard deviation, s 

6s torque scatter 

6s scatter % of mean torque 



combined mean torque 

mean shift 

combined torque scatter 

combined torque scatter % of combined mean torque 



o 






V 






H 


L 




N-m 


N-m 




..... Nm 


N-m 




N-m 


N-m 




Nm 


N-m 




% 


% 

H + L 

N-m 

N-m 

Nm 

% 
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III. Tool torque scatter capability 

It a single tool torque scatter capabilLty value (combined torque scatter as a percentage of the combined mean torque) is to 
be presented for the defined range of torques, the larger capability value at either test torque level shall be chosen. 

Tool torque scatter capability over the defined torque range % 



Tested in accordance with ISO 5393:1994 

Tested by 
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Arniex A 

(informative) 



Rotary tods for threaded fasteners — Performance test method 



A.I Background 

The development of power assembly tools during the 
1 980s has been rapid and their performance has been 
improved. On a specified joint, torque scatters (6^) of 
less than 15 % are obtainable. This calls for precise 
specifications of the test requirements. These are re- 
flected in this new edition of ISO 5393. The precise 
specifications refer to the requirements of the linearity 
of the high torque rate test joint and the frequency 
response of the transducer and amplifier connected 
to the in-line torque transducer used. Furthermore, 
the high torque rate joint of this second edition of 
ISO 5393 has its torque rate doubled compared to the 
first edition. This is because many joints in reality have 
torque rates corresponding to tightening angles of 
30^ 

We hope that this report will explain to the user of the 
standard why the new rigorous demands for test joint 
linearity are necessan/. Furthermore, it has been 
commented that the test method has become a 
"laboratop/ test method". This may be the conse- 
quence of the standard, but with today's development 
of accurate power lools, test requirements have to 
be accurate to reflect the capability of the tools. A 
producer of power assembly tools would have this 
type of test equipment as part of his development 
laboratory. 

A.2 Test joint (see 5.2) 

A.2.1 High torque rate test joint 

It is important that the test joint used is precisely 
specified to obtain consistent results when tools are 
tested on different joints with the same specification. 
The tigJ>tening process from the rundown to the test 
torque level is greatly affected by the linearity of the 
test joints. 

A process such as (a) in figure A.I would retard the 
tool at the beginning of the tightening. Thereby, the 
kinetic energy stored in the rotating parts is reduced 
when the test torque level is reached. A torque over- 
shoot is then not likely to occur. A process such as 
(b), however, would be the opposite. The speed of the 
rotating parts would be high when the test torque 
level is reached. Thereby, the torque overshoot, i.e. 



the additional torque obtained due to the kinetic en- 
ergy conversion, would be high. Mathematical simu- 
lations have proven that a linearity demand of ± 2 % 
of the test torque level above the 5 % level of the test 
torque is adequate (see figure A.2)- 

A linearity of this order of magnitude is obtainable 
with steel torsion bar test joints. In view of the friction 
in the test joint, the linearity demand starts at the 
5 % level. 



II 



tdeoL 



Angle 



b 

Figure A.I 



Test torque 
Level 



5 % of test 
torque level^ 




Angle 



Figure A.2 
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When the torque rate of the test joint is nneasured, it 
shall be tightened continuously (slowly and evenly) to 
avoid introduction of dynannic effects. The nneasure- 
ments shall be carried out with a torque/angle en- 
coder with a resolution of 0,5° or better (0,5*^ 
corresponds to 60 sannpled points to reach the test 
torque level). This means a resolution of 1/60 = 
1,7 %. An encoder with r resolution would not be 
sufficient (1/30 = 3.3 % which is larger than the re- 
quired 2 %). The linearity of the test joints is calcu- 
lated by a regressionai analysis of the sampled 
torque/angle measurement values. 

A.2.2 Low torque rate test joint 

The tow torque rate joint shall be such that the ro- 
tational speeds of the moving parts are so small that 
torque overshoots do not occur when reaching the 
test torque ievel. In practice, this is readily achieved 
with tightening angles corresponding to two or three 
turns of the fastener. 

A.2.3 Rundown phase 

It is important that the rundown torque of the power 
tool is low enough that its speed is not significantly 
reduced. Otherwise the kinetic energy of its rotating 
parts would be reduced too much when the test 
torque level is reached. Therefore, it has been speci- 
fied that the torque ievel of the rundown phase must 
not exceed 5 % of the test torque level (see 
figure A.3). 

A.3 Test method (see 5.3) 

The frequency response of the amplifier of the torque 
transducer shall be -3 dB at 500 Hz with roll-off of 
at least 50 dB/decade. This is accomplished with a 
third-order filter of Butterworth type. This filter im- 
proves the method considerably, as the first edition 
of this International Standard did not require the roll- 
off. The choice of the frequency of 500 Hz is based 
on a series of tightening experiments. Fourier analysis 
of torque signals has proven that the energy content 
of the signal above 500 Hz does not contribute to the 



energy transmitted to the joint. A 500 Hz third-order 
filter decreases or eliminates spurious signals that 
may originate from the clutch mechanism of certain 
tools. The combined accuracy of the transducer- 
amplifier shall be within ± 1 % of the test torque 
level. This is accomplished using commercially avail- 
able products. It is important to use transducers with 
a capacity as close as possible to the test torque level 
in order to obtain maximum accuracy. 

A.4 Lubrication of the pneumatic tool 

It is important that pneumatic tools are adequately 
lubricated during tests. Experinnents have shown that 
insufficient lubrication may affect the tool scatter, es- 
pecially on the low torque rate joint. 



100 




Run-down 



Rgure A.3 
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12323 3841 

r2337 8499, 2337 8561 
12337 8626,2337 9120 

r 60 3843 
160 9285 

r2254 1216, 2254 1442 
12254 2519,2254 2315 

r 2832 9295, 2832 7858 
12832 7891,2832 7892 



Branches : AHMEDABAD. BANGALORE, BHOPAL. BHUBANESHWAR. COIMBATORE. FARIDABAD. 
GHAZIABAD. GUWAHATI. HYDERABAD. JAIPUR. KANPUR. LUCKNOW. NAGPUR. 
NALAGARH. PATNA. PUNE. RAJKOT THIRUVANANTHAPURAM. VISAKHAPATNAM, 
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